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At funeral, bishop remembers boy, 8, who died after 
allegedly being forced to sleep in freezing garage 
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‘OUR SYSTEM FAILED HIM 
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Justyna Zubko-Valva, center, Thomas Valva's mother, yesterday at his burial site in St. Charles Cemetery in Farmingdale. 


IMPEACHMENT witresses, cocuments expected today . 
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